CHEMISTRY   IN  AMERICA
between them there was an interstice of half an inch, which was filled with a freezing mixture. Concentrically within B, a third similar bell, F, was placed, including a glass flask, of which the stem extended vertically through
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the neck of F. From a vessel, Y, with a cock intervening, a tube, luted to the orifice of the flask, extended to the bottom of it, so as to convey thither from V, a current of ice water, which, after refrigerating the bulk of the flask, could escape through the nozzle projecting horizontally from the neck, F. The mercury in the capsule, D, communicates
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